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4 BOTTLES (APPROX 84 CU FT ) AVIATORS BREATHING OXYGEN 


FFORT. 25X1 


REQUESTED IMMEDIATELY TO SUPPORT CURRENT 

BOTTLES SHOULD BE NOT LESS THEN 1800 LBS AND HIGHER PRESSURE 
IF DESIRABLE. PLEASE ADVISE CAPABILITY TO DELIVER THIS. 
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